Q.  That was the sole basis of your discharge?
A.  That's correct.

Q.  At that time, you had heard everything that was
to hear, I guess?

A.  Correct.

Mr. Dickey attacks the credibility of Mr. Norris, and at page 21
of his brief asserts that his testimony "is fraught with inconsistencies
and evasions" and so "clearly incredible relative to the discharge action",
Mr. Dickey notes that Mr. Norris admitted that: he was aware that
Dickey was a rowdy (597), he did not consider the common-law relationship
between the parties (610), he did not consider Mr. Dickey's prior record
(611), he was aware of Dickey's run-ins with management (647), he didn't
care about Dickey's prior good record (656), he knew Donna Yoder repudiated
her previous charges (657), Cook had told him Dickey was a radical (679),
and the injury to Yoder was so slight that she didn't need medical attention
(676).

Mr. Norris no longer works for the respondent, and he confirmed that
since February 1982, he has been employed with Kerr-McGee in Illinois,
He confirmed that when Mr. Dickey first came to work for him at the
preparation plant on June 21, 1981, he was aware of his reputation as
"a rowdy", and that Mr. Pulice and Mr. Cook informed him of this after he
(Norris) had inquired.  Mr. Norris also confirmed that Mr, Pulice and
Mr. Cook also told him that Mr. Dickey was "safety conscious and would
not be a problem" (Tr. 597).  Mr. Norris also confirmed that while
Mr. Dickey worked for him Mr. Dickey made no safety complaints, and he
was not aware of any safety complaints made by Mr. Dickey to any supervisors
while he worked at the preparation plant (Tr. 710).

It is true that Mr. Norris knew that Ms. Yoder and Mr. Dickey lived
together, since he lived in the same home town.  It is also true that
he did not consider their relationship in the decision to discharge
Mr. Dickey.  While it is true that Mr. Norris responded "that's correct",
and confirmed that he had knowledge that Ms. Yoder had repudiated her
statement that Mr, Dickey had struck her, he went on to explain his answer
and to point out that Ms. Yoder said she was not sure of what happened,
Further, contrary to Mr. Dickey's characterizations of Mr. Norris' testimony
at transcript pg. 676, Mr. Norris did not testify that Ms. Yoder's
injury "was so slight" that she did not need medical attention.  Mr. Norris
testified that Ms, Yoder did not repudiate the fact that she did in fact
receive injuries (Tr. 675).  He then confirmed that he was informed that
no doctor was called,

With regard to Mr. Dickeyfs past record, while it is true that Mr. Norris
confirmed that he did not look at his personnel file at the time the
decision was made to discharge Mr. Dickey, the record does not support

570at's correct.
